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METHOD OF OPERATION, 

SIGNAL CIRCUIT 

Tell Tale for use with Line Finders - Panel Machine switching Sys ->• 

■nEVELOPMEm^ 

1. PURPOSE OF CIRCUIT 

signal when the seleotor goes to tell-tale. 

2. IRKING LIMITS 
2.1 None. 

OPERATION 

3. PRINCIPAL FUNCTIONS 

3 i To give a visible alarm at the selector frame when a line finder 

goes to the tell-tale, position. 

4. nmmecTIHG CIBCPITS, 

m. .i—. <«»«*»• ■>» “» •—"* '“” 1 

nETAlLEP TOSCRimog 

5. If a line finder .elector (**f retay 

from ground in the associated line fi opera tion of the (TT| relay 

to battery, operating |^T I rel y. ^ th * ( C ) relay. The (C| re- 
operates the (D) relay, which 1 armature 0 j the (TT) relay, and re- 

lay operated, locks to ground on the arm* r “* li g ht g th e TT lamp and 

lease the (D) relay. The releasi ^ alarm circuit, (not shown on this 

and locked. 
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